DART AEROSPACE LTD Work Order: 


Description: Shim 


Inspection Dwg: D4348 Rev: A ; 


Drawing Actual 
Tolerance 
Dimension Dimension 


Method of 
Inspection 


70.080 
+1-0.030 
0.063 


Measured by: Checked by: QC Inspector: 
Date: 


Engineering Approval: | Date: 
(If necessary) s 


[| Rev | Date | Change Revised by | Approved 

10.11.15 | New Issue KJ A oe) oe 

| B | 15.12.15 | Inspection Dwg and Rev updated [KS Fa | 
i 


H:\FORMS\Quality Assurance\approved QA\Inspection Sheet revB 


